Notice No.7 


Rules and Regulations for the 
Classification of Naval Ships, January 2017 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior Notices. 
Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: December 2017 


Amendments to Effective date IAs Gee 
Volume 3, Part 2, Chapter 2, Sections 1 & 2 1 January 2018 N/A 
Volume 3, Part 3, Chapter 6, Sections 1, 2,3 & 4 1 January 2018 N/A 
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Volume 3 
Part 2, Chapter 2 
Environmental Protection 


= Section 1 
General requirements 


1.2 ENV class notation 


1.2.1 | ENV notation is assigned when the requirements for one or more of the following characters are complied with: 


A Anti-fouling coatings; 

BWF Ballast water treatment: 

GW Grey water and sewage; 

IHM Inventory of Hazardous Materials (ship recycling); 
MRV Monitoring, reporting and verification of carbon dioxide; 


NOx-1, NOx-2, NOx-3 Emissions of nitrogen oxides; 


OW Oily water management; 

P Oil tanks in protected locations; 
RS Refrigeration Systems systems; 
SOx Emissions of sulphur oxides-; 
UWN Underwater noise. 

= Section 2 


ENV characters 


2.3 2.2 Grey water and sewage — GW character 


2.4 2.3 Inventory of hazardous_materials Hazardous Materials — IHM character 
2.4 Monitoring, reporting and verification - MRV character 


2.4.1 For assignment of the MRV character, CO2z emissions are to be monitored, reported and verified, in accordance with the EU 
Regulation 2015/757. 


2.4.2 The MRV Plan is to be reviewed and COz emissions independently verified by LR. 


2.10 Underwater Noise — UWN character 


2.10.1 For assignment of the UWN character, the underwater radiated noise is to be measured and certified in accordance with LR’s 
ShipRight Procedure Additional Design and Construction Procedure for the Determination of a Vessel’s Underwater Radiated Noise. 
The limits are to be set by the applicant, or in accordance with the nominated limit set within the ShipRight Procedure. 


2.10.2 This notation is intended to provide a measurement of the underwater radiated noise for operation in environmentally sensitive 
areas and is not intended to provide a means of managing underwater noise radiation for military purposes, see also Vol 1, Pt 4, Ch 1, 
8 Design guidance for the reduction of radiated noise underwater due to sea-inlets or other openings. 


Volume 3 
Part 3, Chapter 6 
Pollution Prevention 


7 Section 1 
Scope 
1.3 Structure of the notation 


1.3.1 Where all applicable Conventions are currently complied with, the notation POL will be eligible for a ‘Star’ endorsement 
(POL*) to indicate that the arrangements on board are in accordance with National Administration requirements. This does not 
necessarily denote automatic endorsement by the National Administration. The ‘Star’ endorsement indicates full compliance with all 
current applicable Conventions in force as applied to commercial vessels registered with a Flag Administration, based on the dates 
indicated in the Conventions. Characters representing all of the applicable Conventions are included in brackets, e.g. (I, IV, V, VI, AFS, 
BWM). Agreed Exceptions would be allowed with this notation; however, the ‘Star’ endorsement would not be assigned if an Exemption 
has been agreed, see Vol 1, Pt 1, Ch 2, 3.2 Tailoring — Departures from the Rules and Rule additions. 


(Part only shown) 
Table 6.1.1 Convention characters available with POL notation 


POL Description 
convention 
character 


Compliance with AFS - International Convention on the Control of Harmful Anti-Fouling Systems on Ships, 2001 


Compliance with BWM - International Convention for the Control and Management of Ships’ Ballast Water and 
Sediments, 2004 


1.4 Ongoing maintenance of the notation 


1.4.1 Once awarded, the notation will remain assigned. However, when retrospective legislation, such as the BatastWater 
Management Genvention Hong Kong International Convention for the Safe and Environmentally Sound Recycling of Ships, comes into 
force, the ship will require assessment for compliance. If the convention requirements are met, the applicable convention character 
would be applied (e.g. BVM IHM). If the convention requirements are not met then the ‘Star’ endorsement would be removed if 
currently assigned. 


= Section 2 
Requirements for pollution prevention arrangements 


2.1 General requirements 
2.1.1 The Pollution Prevention Notation (POL notation) will be assigned to vessels that demonstrate that the provision equipment 


and procedures on board are in accordance with the requirements of Vol 3, Pt 3, Ch 6, 4 Prevention_of pollution_by_oil_and_garbage 
Pollution prevention requirements of these Rules. 


= Section 3 
Documentation required for design review 


3.2 Design disclosure 


(Part only shown) 

3.2.1 In addition to submission of an acceptable System Design Description, a Design Disclosure should be submitted to and 

accepted by Lloyd’s Register. The Design Disclosure is to include, but not be limited to: 

(d) evidence of compliance with the Objectives and Goals defined in Vol 3, Pt 3, Ch 6, 4 Prevertion_of petlution_by oft and garbage 
Pollution prevention requirements. This may be in the form of compliance with prescriptive Rules, Concessions, Alternative 
Design Justification Reports or an acceptable combination of all three, see also Vol 3, Pt 3, Ch 1, 2.3 Documentation required for 
design review and Vol 3, Pt 3, Ch 1, 6 Route to conformance; 


3.3 Plans 


(Part only shown) 

3.3.2 For pollution prevention ee the following pels and information: 

(a) Certificates of conformity a a he-Prevention_of Peltution_ from Ships Annexes for all 
equipment required to be certified | in accordance with the eases Conventions, as required by these Rules. 


3.3.4 For procedures, the following information: 

(a) Details of the pollution prevention procedure, to include oil record books, sewage discharge, etc. 

(b) Plans and manuals required in accordance with the specified Conventions, to include Shipboard Oil Pollution Emergency Plan 
(SOPEP), Garbage Management Plan, Ballast Water Management Plan (BWMP), etc. for consideration and approval as required. 


a Section 4 
Prevention of pollution by of and_garbage Pollution prevention requirements 
4.8 Applicable Regulations of Ballast Water Management Convention 


4.8.1 All regulations of the BWM - International Convention for the Control and Management of Ships' Ballast Water and Sediments, 
2004 are to be complied with. 


4.8.2 Ballast Water Treatment Plan installations are also to comply with Vol 2, Pt 7, Ch 2, 11.4 Ballast water treatment system 
installations. 
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